10/6/2020 


Burlington Township Online Database Viewer 


Property Address Results: 

Sorry, but address: 12N932 ENGEL was not found in our database. 

Press the "BACK" button on your browser to adjust your criteria 
or simply select a new search: 

Click here for a new search bv address. 

Click here for a new search by PIN 


www.burlingtontownship.net/assessor/Online_Database/requestaddress_response2.£ 
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